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PLATE XIII. REPRESENTS AN AQUEDUCT OF CAST IRON. 

N conftru&ing an aqueduct by this means, the hutments and 
piers being raifed, it will only be neceffary to extend two 
pieces of timber acrofs the fpan } each to be braced back to the 
piers, and covered with plank to form a ftage or fcaffolding ; 
which will anfwer every purpofe of centres neceffary to works 

of ftone. 

The iron-work, as in the feftion, may all be caff in open fand, 
and of the following dimenfions ; fuppofing the fpan one hundred 
feet, and the fpring one fixth of the fpan. 




Firft, ThreeTegments of a circle, each in three pieces, about 
thirty-fix feet long, eight inches by four diameter, to be united 
as at A Second, three ftrait bars, to extend from one pier to 
the other to be of the above diameters, may alfo be caff in three 
pieces • which bars are to extend along the top of the fegments to 
the piers and form a line parallel to the horizon ; the bars and 
fegments to be united by perpendicular ftirrups, hke B, ten or 
fifteen feet diftant from each other. 

The mortife in the lower end of the ftirrup being thirteen inches 
long will be fufficient to receive the fegment, an eave room 

for a hole two inches fquaret ^e’to 

to pafs, and fallen the fegments at proper drftances , ^ 

7 










